

















6K11/6Q11 


Amplification Factor. 

Plate Resistance (Approx.). . . 

T ransconductance. 

PI ate Cu rrent. 

Grid Voltage (Approx.) for 
pi ate £ia = 10 . 

Maximum Ratings, Design-Maximum 

PI ate Vol tage. 

Grid Voltage: 

Negative-bias value. 

Positive-bias value. 

Cathode Current . 

Plate Dissipation . 


Unit 

Unit Mo. 


Mo. 1 

2 or 3 


17 

100 


7700 

62500 

ohms 

2200 

1600 

/iimhos 

10.5 

1.2 

ma 

-24 

- 

volts 

Values: 

330 

330 

vol ts 

50 

50 

vol ts 

0 

0 

vol ts 

20 


ma 

2.75 

0.3 

watts 


a At heater amperes = 0.600. 

^ At heater volts = 6.3 

c The dc component must not exceed 100 volts. 
^ Without external shield. 
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